violation was  significant  and  substantial   (Tr.   167).     She
also confirmed  that  people  are  specifically hired  and  assigned
to reset dislodged  timbers,   and  that  this  is done  on  each
shift on a daily basis   (Tr.   168).

Although she reiterated that she   saw no roof   falls  along
the cited  supply road,  Ms,   McMackin  stated  that  she  did  observe
several  locations where roof materials  had  fallen down,   but
she would not classify these  as  "roof   falls"   (Tr.   168).
She also  observed  evidence of  roof   "sloughing,   or   small  pieces
of  dry rock"   (Tr.   168).     Although she  estimated  that  the
dislodgement of  the  estimated  100  timbers may  have  occurred
over a period  of  two   to three days,   it was possible that  an
estimated  200  timbers may  have  been  dislodged  had  the work
continued for  four  days,   but  she did not believe  this was
likely   (Tr.   169).

Rodney Head,   training   instructor,   testified  that  he
has mine  foreman's  papers   issued by  the  State  of  Kentucky.
He confirmed that he  was with  Inspector  Franks when he   issued
Citation No.   2338193/   concerning  the  wide  entries  on  the  No.   3
unit.     Mr.   Head estimated  that  40  cuts  of  coal would  be  taken
on an average production day,   and that  each cut  is  about  ten
feet.     He believed  that the  25-foot  entries which were  driven
5  feet wider  than permitted constituted  one cut  of  coal   in
each location,   but  he  did  not believe  that driving  the  entries
an additional  width  of  five feet would  cause any  injuries.
He described  the roof  conditions  in  both entries  as   "average
to good,"  and  he  saw  no evidence of  any  roof  failure,   cracks,
or  fissures   (Tr.   173,   175).

With regard to  Citation No.   2338194,   Mr,   Head  confirmed
that he was with Inspector  Franks during  his  inspection,   and
he described the area  where  they  traveled   (Tr.   177-178).
Mr.   Head  testified  that the  area  had  been   "flagged"   or
dangered off  because  the  line of  crosscuts  had  not  been
timbered off  all  the  way across  the  entries,   and  that   "flagging"
was required until   the area was   supported   (Tr.   179) .

Mr.   Head  stated  that  the cutting machine  had   "technically"
cut through the  line  of  crosscuts,   and  that coal  would  be
naturally be  scattered across the ribs.     When  asked whether
these were  in  fact  the conditions which prevailed at  the   time
the citation  issued,   he relied   "That's part of   it"    (Tr.   180).
He  stated that the  ventilation  on the   section was  excellent,
that no methane was   found  at  the  faces,   and that  no  ignition
sources were present   (Tr.   180).

Mr.   Head  conceded that methane  is  liberated  in all  mines,
and he  confirmed that  equipment had  been,'operating  and  traveling
through  the areas where the  accumulations were found.     He
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